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PER PACK 


SURGEON GENERAL'S WARNING Quimng Smoking 
Now Greatly Reduces Senous Risks to Youi Health. 


Designer Brands 
Without Ebigner Price T^s, 


PAXTON 


Source: https://www.industrydocuments.ucsf.edu/docs/s:ft5t6l093Bl 








